


Water & Sewage Works 


Index, Vol. 113, January-December, 1966 














NUMBER PAGES NUMBER PAGES 
January i 1-42 Note July 235-274 
February 43-80 1—For Index to Reference Number Material, See November August 275-316 
March 81-116 30, 1966 Issue, Page R-361. September 317-358 
April 117-156 2—Reports on conventions are listed under “Conferences,” October 359-404 
May 157-196 “AWWA,” and “WPCF.” November 405-446 
June 197-234 December 447-494 
Activated Sludge i, RL Se, See eRe eT mee CE een nn eT 320 
2iowsac G 
Accelerated Sewage Treatment ...................-------- 72 Bisw — A. Ke, en neecteeeceeeeeeeeeescoesnntennennnecens aa 283 
Ate LI. . ; Q? (0) [o's yal =X 11] eT 359 
I ca scp 2Slec ost cuasaiainivisuaienenkeaiawe 92 B RE 172 
i acacia pecsiensnecdniginne 43 es gga aa gaara aaaraa am ati s 
eee 207 aradley, Lewis wocosceeeeeeeccnneeeececcettasesensnnnnnnssseeseseesse ODO 
i tyes 7 a 5 i ere 
ee 302 ; 
a a © eee enone 398, 438 
ae a MUO, TI TY 5 anes seen sncscatmenilsnns 378 
ERPS e) ce] BLE on el eae eee ECAC Pee Te 200 
rb scpnancvironwbevemians 92 RN le IR oc ricciccsee drs cecdealalnasedounmicemareneeree 268 
Diffused Aeration Under Ice Cover .................... 343 | Een ene an Retr eee 58, 110 
ee en eee 207 oir oir catia Se meal 275 
Operation of an Aerated Waste Stabilization a Ee, ee ne cee 473 
ils spd saswidbvaslkcbbnbabnniy ta sbianianinsounnincs 310 RN NI iis cts aad cio ariasiaadnntecoecalees 117 
sci et te he cul eet 237 
Air Pollution Cram@all, Clifford Jo nase seen = 
Foam Domes for Fume and Vapor Control ...... 59 ee, a ee en a ee a ee i 
. : : I Culham, Wm. B 359 
From Wastewater Treatment ............................-. 43 Culp Cbs Bey oe ye Ge 425 
Microbial Content of Ait ...........csccccccccccccseeeeeeee 480 eo 336 
Cuore (Cros rec) ee 488 i “ie Sg tie acca aaa alias aaa aataadaaz a ci 
Ves sta bs [e001 4 0) 1 lee er eae 64 
SN SIE Ls ics ipsserecatececeassi caeschechenatitacirzens 68 
Algae Diriver, Freamletin Toons. coca. ee 84 
Removing Nitrogen and Phosphorus .................. 294 Erickson, lg Ee a OEE 418 
Zoe peemoval of Phosphate .................................. 456 Ff ona <a WE Snares aii aon Seta aedalanatcit ma 
YL | RE ee SE TOM EERO Renee ee TT 9 
. Oe a | re ahh APA NER acta Vr ee: 477 
Analytical Methods “ce a : 
; —_ Grieves, Robert B. ............ phates ooh na aaa ceecleiiad 432 
Detection and Assessment of Water Pollution I i eee 359 
Using Oligochaete Worms ............--. 398, 438 te ee 13, 111, 139, 194, 230, 261 
Instrument for Monitoring Trace Organic nt a , eae 89 
Ek ney 5 ET aaa 
ORP for Clz Residual ....... sossseeechesnnseseecenecnsseesenee 317 eae 102 
Stream Biology for Assessing Sewage Treat- | ne OD a | 46, 52, 152, 162, 218 
‘ment Plant Efficiency 0. c.c.. cain MM Silene EWE ccs enc 383 
Use of Microorganisms tor Detecting Toxic Piece, Aire Fe nae recess 122 
RN Oe Wace sc essstcnecnencasssceoanscoanse 464 ee eee 237 
Kawamura, Susumu ............. Se eee eee 348 
Annual Reports ESGEII Ih Oe tee asc ee ee 411 
Chester Water Authority 200.000.0000. 132 Kirmey, Jom Beene anenceneeeeeeeeeeenncnee 154 
UN NAR GR ae a oe ode, Se ode Se oe ha scatnnwen 342 Kollar, Ky Ly. essssseecsoececsseeeccnseeccestsesesesccnenessececenesss 141 
hare. | 362 Laneworthy, V. W. ....~-.....-.: 42, 80, 156, 182, 274, 
‘hicae’ 2A7 316; 358, 403, 446, 494 
als wincnssnesskvmildcaiusininvnkerinnbenennntiasan 247 
lS: ae. Ledbetter, Joe O. Paar eeth ornare eae Sage ene +3 
WENN NS ook cca oe onc becicpasncaeccesccaasnasecaacseceet 357 Lenard, DORI asssinsiissscessscseiaentencimenventatasentnenaeds pine 
Fe eee 342 Levitre, J. Albert cosseessseeeaseesenseeecneecenssesnseecsnnsesssseeee 2S 
SS |. ee Luck, James R, .............. ee a ee S37 
i 115 McJunkin, BP. EB. sossensesosecs 273, 293, 347, 404, 445, 493 
Ne 362 McKinney Ross Ey ose eee 302 
NIGER EG VVGQRECE U5. concer 405 
a, Pee aeeT ener Ee 
Authors ato... 488 
eee ee 464 se a, a cc eee 302 
IL, NOMI , seacistinessipaakassseisiebsiccscanicorntonnnnnaei 294 aE, Leen ae eRe. 


Ng a eC Re 19 
RUNNIN Bc Bi sctinsnerctrobrubonncriininensincienconansicbaeticlond 480 
Mens) Chi? |e noe re ...456 
Newhof, Thomas ................---- it hasan: Tera atte Ae 447 
ccs sca Sennen cemeennsaalnecnit 178 
CN ES ee CRT A eT eT 343 
Poscccl” \ be 15s Sage eee ee re eee 268 
SS ERE TE Se nema ET 207 
re eae LSC a1 tc ee) eae ea ne a a 1Z2 
I chess peninenichsananccccandisiagsieahto annie 363 
Preen, Sydney Ro ECE a ERR 
Rando, Anthony J. ....................... ‘cinaraieeoecche ee, *4 
Re eee TE EEE 294 
EGE), | SRE ee a 310 
ROSS, EY Cee 1 Ee CS at Rae ee ee a 128 
Rhines, Chester E. .................. ore sa ek 2 OF 
NT i ccs ccna seitocecancviapcanrsilncdao aia 237 
[Sere CYC) Cc LR | aR 480, 
SSCS Cogs Le Ii echo ee 425 
SPOTS. CO ee eet, | ¥ 
aD OR pee ace enna ee ern near 116 
OP eet OCS Cte) 2 Cn cc ene 348 
NE HA. Bie hoa Sisasctbaniownpncnannases eee ee 
Grotz. 5.41. «.... re Be Os pt en ee anes 23s 
SPUN ONE Nice cote 
OT PPO ei eae a ne eee EOE 141 
Walsh, M. J. ..... ee ean me is, 
SG AS | See Ee 20-390 
Weller: LL; W. ..........- eerree ye Penne re 320 
Wellman Howard W.. .................. pee eee an ee 
Ra abetee A WR es. ee en re 
Aw ltaims: 010. i occes.n... eee ereareemrrmrrres: | 
Willingham, ¢ *harles Ax .. eee NO 
Automation 
A Completely Automatic Filter Plant ............... 370 
Belmont: The Newest Pushbutton Plant . ery ae 
‘Control Sy Stem for the California State W ater 
I pega react hort tare ect ws teal cecoaescaibian nena 306 
Wise Road WV ater Plant, Lansing, Mach: ..... 418 
AWWA 
Annual Conference ........ 248 
AWWA Nominates New Officers 2 wee.) a 
Hlinois Section, 57th Annual Meeting ......... ..150 
Indiana Section, 58th Annual Meeting ..... 149 
New York Section -...-..2.22:.c2::2s-00c-.2----200c-0----00---- 471 
Saubhwest Section soos wo... 486 
Student Activities Program ..... becrcpare 178 
Washmeton Senumar -.......-.:......2:.5--.::...-.- Serres, Ue) | 
BOD 
Captive Wild Animal Wastes .......... 64 
Deberminine Parameters «.....c.ccc--..2.-2ccccd.ccceceseseose 133 
Extended Aeration ...........0..0...0.200--ce00e---- peer 
Pare Carbohydrates —...................... es re a 102 
Books 
A Program Guide to Automated Instrumenta- 
tion for Water Pollution Surveillance ........... 472 
A Study of Sludge Handling and Disposal ........ 467 
Chemistry and Technology of Lime and Lime- 
Sr Rip ae wee cena ewe w ates eb nenmemonansentbeeeteepokcreissscnasenees 12] 
Consulting Engineers Manual tie aN 205 





Ge age aa eee eee 


PANINI ip issnc cemeesn stabs dnnincesinini ac aeadodkedaniet 328 
Index of Research Grant Publications and 
I sn cact nuts onsale nepbeahaaainry on mane 278 
Industrial Uses of Water in Michigan Soy 460 
Interstate Sanitation Commission 1965 Report..92A 
Manual Critical Path Techniques ........................ 114 
Potential Surface Water Reservoirs of South 
MEE TMI sakicick perce ratesteteceiceminsiacrcendd 472 
Proceedings, 4th Annual Sanitary and Water 
Resources Engineering Conference ................ 67 
Proceedings, 5th Annual Sanitary and Water 
Resources Engineering Conference .................. 472 
Proceedings, 14th Water Resources and [Pol- 
Ce | ae ....9ZA 
Proceedings, 1965 Technicon Symposia ............ 247 
Proceedings, Stream Flow Regulation Sympo- 
EE Se Cae Ee ane i nT eee eS 151 
Removal of P hosphorus from Municipal Sew- 
Be: Plaet AUTPONES ccc eo oe ooo occ eee 206 
Sewers for Growine AMerica ............2-...2.0000..s0000: 460 
Standards of the Hydraulic Institute —............. 2060 
Storm Water Run-otf from Urban Areas .......... 487 
Texas Water Development Board Report 8 ....132 
The Coming Water Famine ................................ 331 
The Effect of Industrial Wastes on Sewage 
Treatment SLT EEN on eae FOS ee Tee 67 
The Potlation Pern nse. ciccicsiccsccciccsscesccccccccscennts 331 
U.N. Report on Water Resources Develop- 
OIE cpt eects pecssemneatcierts herein eeiisieenmleiens scsewbiel 
Water and Wastewater Engineering —............... 487 
WV ber irG TCM nk aoe investi 281 
Water Storage Tank Standard —.2000000...... tO 
WPCF Manual of Practice No. 7 ..0000000000000.... 299 
kg ges ED), 299 
Chemicals 
Applying Colloid Titration Techniques to Co- 
agtlant Dosare Contre) a ecnennccsccc ci dcccssc seen 348 
Granular Lime Takes Corrosive Bite Out of 
ittiea SOE WARE noe ee 89 
Odor Control in Sewage Treatment Plants .....488 
Plant Scale Reactivation and Reuse of Carbon 
in Wastewater Reclamation __........ One 
Water Clarification by Foam Separi ition: Ben- 
tonite as a Flotation Aid... -sntvaeMOie 
Chlorination 
Fundamental Principles of Sewage Chlorination 97 
Light-Promoted Reactions of Hypochlorite ....237 
0) Ee eae here @ Paar Co [1 2) [aa a 
Collection 
Chicago Studies Plan for Controlling Com- 
bined Sewer Overflows peiteaticinnt stuns sce 
How Poolesville Got Its Sewer... 46 
Regional Requirements for Sewer Pipe organ 141 
Seattle’s TV Sewer Inspection System _........... 82 
Computer 
Regional Ground-water Investigations —.............. 197 
Conference Reports 
MCA Discusses Pollution Control ...................... 1 





Ee 


Secretary Udall Keynotes NCPI’s Awards 


NN ia re Pa eterna ahicdelamck slo h clauses ci 186 
Construction 

Corrugated Steel Pipe Installed in Wet, Un- 

Ti eR ce 192 
Foam Domes for Fume and Vapor Control ...... 59 
Galena, Illinois Now a Non-pollutor —................ 84 
Miami Builds for Tomorrow .|.......00.0..00.200.00000...... 158 
Propect “Mirssig Doe once cccsecssceeeccse hhestecasutes 162 
Seattle's TV Sewer Inspection System —............ 82 
Where to Go for Federal Grants .......................... 279 


Corrosion Control 


Granular Lime Takes Corrosive Bite Out ........ 89 
Sacrificial Metal Corrosion Control Process .... 19 


Design 
AC-Flo: A New Kind of Variable Speed Pump 
og OL Te Lee en ae 378 
Air Handling at Arizona’s Largest Sewage 
I I iis csc datcchescscanriccnindie 92 
Alma’s Multi-faceted Water System —................ 447 
3elmont: The Newest Pushbutton Plant -........ 8 
Consulting Engineers Offer Extended Serv- 
| Se ee rere ee re a 405 
Control System for the California State Water 
NN tte ns aca dies igiee nas cto ecscacrenss 366 
Completely Automatic Filter Plant -.......0..0.......... 376 
Corrugated Steel Pipe Installed ........................... 192 
Dehumidified Pipe Galleries -.........0....020.2..2.220..-.--- 68 
Foam Domes for Fume and Vapor Control ...... 59 
High Pressure Oil Hydraulic Systems .............. 242 
Industrial Waste Treatment Facilities .............. 383 
Instrumentation for the MSD of Chicago ~...... 336 
Miami Builds for Tomorrow ................................. 158 
New Ideas in Steel Water Tank Design _.......... F 
Plant Scale Reactivation and Reuse of Carbon 
in Wastewater Reclamation ..................0........... 425 


\Vise Road Water Plant, Lansing, Michigan ....418 


Digestion 
Digestion Is Not Really Digestion —..................... 117 
New. York Has Gas: to: Biri... eee 490 
Distribution 
Detect, Locate and Stop Leaks ............................ 188 
Granular Lime Takes Corrosive Bite Out ........ 89 
Hydraulic Design Nomographs ......... 273, 293, 347, 
404, 445, 493 
Sacrificial Metal Corrosion Control Process ...... 19 
Water Service for the Home .................................. 473 
Economics 
Water Pollution Abatement ......................0.......... 54 
Editorials 
Another Milestone in California Water Devel- 
Te een a ee 403 
Comment on New Developments .-....................... 274 


[ES CS So) 1) | 316 





CG tener ate VO eto (ere RN Ask ee ee 494 
Let’s Look at the Total Picture of Pollution 
OG EG) es ee cee ace en CaN ct ken eh te Oe 116 
Look to the Putnte 22 ee Aik bobird ae eee 358 
Sfare OF ae NG wer bao 2 na 446 
Student Activities Start of an Important Effort..182 
Water Resource Investment —......................... 42 
Water Resources: The Critical Needs ............ 156 
Water Utility Setety ns isis ebueieces 80 
Equipment 
PO RN ios inane ciseelckda eee 92 
Dehumidifed Pipe Galleries ...............2....0c0c... 68 
EO CRU PD aoe ccsiietnlecseccneel 
Gas Engine Power .............................. 13, 75, 111, 139, 
194, 230, 261 
New Yorke Has Gas to Bain =...22. 490 
Filtration 
Diatomite Filtration of Industrial Wastes ....... 200 


Gas Engines 


Gas Engine Power for Water and Wastewater 
ee 13, 75, 111, 139, 194, 230, 261 


Ground Water 


Regional Ground Water Investigations —............ 197 
Hydraulics 

Change of Pump Speed or Impeller Diameter . 78 

Copeve’s Prorawsaip fer UW ances sean sce, 58 

Design of Water Distribution Mains ...... 273, 292, 


347, 404, 445, 493 


Industrial Wastes 


Bethlehem Steel’s Burns Harbor Plant ............ 468 
be ts ee ee 200 
Epoxy-lined Pipe Handles Corrosive Waste 454 
Facilities at Washington National Airport ........383 
Recovery System for Plating Works —.............. 461 
Instrumentation 
3elmont: The Newest Pushbutton Plant —....... 8 
Closed Circuit Television in Chicago ..................256 
Completely Automatic Filter Plant —................. 376 
Control System for the California State Water 
RN ea sh risus nas apa 366 
ict lin on bereits Jota eer eee eR 
For MSD of Greater Chicago ................................ 336 
lor Monitoring Trace Organic Compounds ho 
ORP for Cls NN ec ok ee 317 
a ee nee eee _....446 


Wise Road Water Plant, Lansing, Michigan ....418 


Legislation 
| ee neo 
Clean Rivers Bill: A Critical Review ~............. 154 
Pollution Control Developments in Washing- 
Le Se Re Tee ee ae eee 152 
Where to Go for Federal Grants ................ 279 





Maintenance 
Dehumidified Pipe Galleries ..............................---- 68 
Dry Compressed Air Helps ....... cui oie ae 
Preventive Sewer Maintenance .........................---215 
Seattle’s TV Sewer Inspection System .............. 82 


3 


Manganese Removal 


From the Woonsocket Water Supply -............-.. 258 
, ' 
Meters 
Water service tor the: Home .-.......-.-......22.- 473 
Nomographs 
Capacity of Cylindrical Tanks .............................- 110 


Change of Pump Speed or Impeller Diameter... 78 


Hydraulic Design of Water Distribution 
RIE nsisinnsniscnescvscninasciea 273, 293, 347, 404, 445, 493 


iGreve's formula tor Plow ......-.<.2.0.2..-54....-000.5. 58 


Odor Control 


Sewawe Treatment Pisnts .......................-........: 488 
Operation 

Consulting Engineers Offer Extended Services..405 

Of an Aerated Waste Stabilization Pond .......... 410 


Plant Scale Reactivation and Reuse of Carbon..425 


Oxidation 
Operation of an Aerated Waste Stabilization 
Pian Sit ALASKA qo ccnccvcecccencccnsnscnneccensecceecccnceeenes ...310 
Removing Nitrogen and Phosphorus .................. 294 
Oxidative Abilities of Benzene-acclimated Ac- 
Se ae Te 302 
Ozonation 
Turret and Other Scottish Waters -..................... 208 
Personnel 
Panst and Pahrman. .........-.--.--.-2-.2-00e--2.-cecccn eee ee? 5 | 


Photo Review 


Annual Photo Review of New Equipment and 


Installations for 1966 ................. ioucrenreee. i 
Planning 
Chicago Studies Plan for Controlling Com- 
bined Sewer Overflows ................-0.20---.-.e.-0000000--.2009 
emergency Planning: Some Comments .............. 79 
Regional Ground Water Investigations —............197 
Ge MN IN aces cinceal 358 
Miami Builds for Tomorrow —....000000000000000000........ 158 
San Francisco Bay-Delta Study —.2002.........363 
Water Control: King Size ...................................... 168 
Pollution 


Detection and Assessment —.....000000000222 2d 398, 438 


‘ 





Economics and Water Pollution Abatement .... 54 


kB: eo, sn nn 72 
Nuisance and Interference Organisms in India..477 
Olt ia the Water System ..............___..._...... 359 
Removal of Phosphate by Algae .......................- 456 
Stream Biology for Assessing Sewage Treat- 
SNE: ER THY aac ences econ sccnen nescence’ 411 


Pollution Control 


Use of Microorganisms for Detecting Toxic 


PII sca dcr iatrnvarennten neal s cs 404 
Pollution Control Progress 
ne Oe | 5 oer 218 
Chicago Studies Plan for Controlling Com- 
bined Sewer Overflows. ............-....0.-.0.-.20---0s.c00 235 
Clean Rivers Bill: A Critical Review ................ 154 
Cieanip on the Dlissouri ........:2..-.....-..:.-025-.0 320 
Galena, Illinois Now a Non-pollutor.................... 84 
How Poolesville Got Its Sewer ...............0.0000....... 46 
MCA Discusses Pollution Control ....0000000.000002..... 1 
Pollution Control Developments in Washing- 
CC) | Se ne RR RS er aan aap os ee ore eee ED 152 
Preserving Michigan’s Most Precious Asset ...122 
Pumps 
AC-Flo: A New Kind of Variable Speed Pump 
PI as ice cea Nasal ed ara cheat oc ere 378 
High Pressure Oil Hydraulic Systems ..............242 
Research 
Applying Colloid Titration Techniques ........2.. 348 
BOD of Captive Wild Animal Wastes .............. 64 
BOD of Pure Carbohydrates ..............0....00.0.0...... 102 
Determining BOD Curve Parameters .......x....... 133 
Light-Promoted Reactions of Hypochlorite ...... 237 
Ozonization of Turret and Other Scottish 
PN acct ita Nina riaanies ita atoabbebinesiilenicie osaeeed 268 
San Francisco Bay-Delta Study 20000... 363 
Removal of Phosphate by Algae 0000000000000... 456 
Removing Nitrogen and Phosphorus .................. 294 
Sewage Effluent Recharge ...............0....................224 
Water Clarification by Foam Separation: Ben- 
tonite as a Flotation Aid ..00000020 ee 432 
Sewage Treatment 
Air Pollution from Wastewater Treatment ...... 43 
Diffused Aeration Under Ice wo... 343 
Pe ey La ee 207 
Fundamental Principles of Sewage Chlorina- 
RTE: siacshanninncsaiiee ob isenbnaniaricblsdghineiveameiges cuptcdsticatae 97 
Odor Control in Sewage Treatment Plants _.... 488 
Operation of an Aerated Waste Stabilization 
Che Re Soe cen a eee a 310 
Oxidative Abilities of Benzene-Acclimated Ac- 
ON a cartes cee kicsce dre dbase aera 302 
Removing Nitrogen and Phosphorus ............ ..294 
Sanitary Wastewater Characteristics 0000... 390 
Sewage Works 
Accelerated Sewage Treatment ............ re aes 172 
NE INN ic capita eta bk reat cated e 92 


Foam Domes for Fume and Vapor Control ...... 59 


Galena, Illinois Now a Non-Pollutor —................. 84 
High Pressure Oil Hydraulic Systems ..............242 
Instrumentation for Chicago’s Sewage Treat- 
ON iano occa’ apsiheoramieucdasacassididininds 336 
Microbial Content of Air Near Sewage Treat- 
a a ik teste satiate tien eat ee doci asian cranirca Sac 480 
New York Has Gas to Burn ................................. 490 
Sewers 
Chicago Studies Plan for Controlling Com- 
bined Sewer Overflows .......................02.. Aidictaiilsacee 
Corrugated Steel Pipe Installed in Wet, Un- 
I UE keller ple ailtnasleanditisisinasissand 192 
isreve’s Formula for FIOw .......-0....2..0cccc.cccccencse 58 
How Poolesville Got Its Sewer .............0.000000000... 46 
Preventive Sewer Maintenance ............................215 
Regional Requirements for Sewer Pipe —.......... 141 
Seattle’s TV Sewer Inspection System _............ 82 
Sludge 
Digestion Is Not Really Digestion —................... 117 
Hydraulic Dredge Is Key to Final Sludge 
I ie clita oa te Ron staan neat cind eu 484 
New Zork Plas Ges to Bern 2... ....iscccc cece cee 490 


Stabilization Ponds 


Diffused Aeration Under Ice Cover .................... 343 
Operation of an Aerated Waste Stabilization 
BRE eee eee een arn: Ss Seibel UE bso bab 310 


Water Quality 
Granular Lime Takes Corrosive Bite Out ........ 89 
PPI TON oa sss sc nesses snedatcncsandennnnnes 128 


Water Resources 
Control System for the California Water Proj- 


a eer se eee ore eer etree Sen nteOne es Spr ees Eeeee 366 
Nuisance and Interference Organisms it India..477 
CO ie the Water Syste anna sn... 359 
Preserving Michigan’s Most Precious Asset ....122 
San Francisco Bay-Delta Study ........................... 363 
Stream Biology for Assessing Sewage ‘Treat- 

Ce gs ee ee 411 
Water Resource Investment .................................. 42 
Water Resources: The Critical Needs ................ 156 
ae nF i 162 


Water Comtrol: Bitte Ste anc nwcicscesseceec esas 168 





Water Reuse 
Plant Scale Reactivation and Reuse of Carbon..425 
Sewage Effluent Recharge —...0.2.2.0..........:..:.0.0+0-224 


Water Supply 


3usiness Gets the Water Word ............................ 52 
Economics and Water Pollution Abatement .... 54 
Instrument for Monitoring Trace Organic 
MI sass ccitersbdcas cbc Sensis dudbebiinie donnie 
Oil in the Water System ....................... Peet 359 
Regional Ground Water Investigations ............ 197 
The Nile: Its Origin and Rise ..............................283 
Water Treatment 
Applying Colloid Titration Techniques —............ 348 
Granular Lime Takes Corrosive Bite Out .......... 89 


Light-Promoted Reactions of Hypochlorite ...... 237 
fs y] 


Manganese Removal from the Woonsocket 
Lee 
Ozonization of Turret and Other Scottish 
WN, sts Se ieerne ee acu etione! 268 
Sacrificial Metal Corrosion Control Process ...... 19 
Water Clarification by Foam Separation _.......432 
Water Works 
Alma’s Multi-faceted Water System .................. 447 
3elmont: The Newest Pushbutton Plant —......... 8 
Chicago Dedicates Water Treatment Plant ......254 
Closed Circuit TV in Chicago’s Filtration 
I sic is se lcte reeset eco tetaae prod adie Ret oe 256 
Completely Automatic Filter Plant ........2.0....... 376 
Consulting Engineers Offer Extended Services..405 
Dehumidihed Pipe Galleries .................:............... 68 
merpency PIsMwie: noi eee 79 
Miami Builds for Tomorrow .............0..20....2......... 158 
We CUI cae assess 80 


= 


Wise Road Water Plant, Lansing, Michigan ....418 


WPCF 
California WPCA 38th Annual Conference -.....205 
Michigan WPCA 41st Annual Conference ........ 300 
Pennsylvania, WPCA of, 38th Annual Con- 
I chisel ine eee ie ae 402 


Report of 39th Annual Conference, WPCF ......442 
Technical Program, 39th Annual Conference, 


Meares he ea ctrl deine nate eaves SOS 











